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A 

BILL 

TO 

Enable sanitary authorities in Ireland to take possession of 
land for the erection of temporary Cholera Hospitals. 

B E it enacted by the Queen’s most Excellent Majesty, by and with 
the advice and consent of the Lords Spiritual and Temporal 
and Commons, in this present Parliament assembled, and by the 
authority of the same, as follows : — 

6 1. On receiving a certificate from a medical officer that a case of 

cholera has occurred within the sanitary district, it shall be lawful 
for the authorities of that sanitary district, having first obtained the 
consent of the Local Government Board, to take possession for a 
temporary hospital of any site within that sanitary district. 

10 2. It shall be sufficient notice to the owner or the occupier, or 

other persons affected, if a notice has been posted on the walls of 
the union, or of any church or chapel within the sanitary district, 
that it is intended to take possession of such site, and if an affidavit 
is made that the occupier, if dwelling within the sanitary district, 
15 has been served with a copy of such notice, or that a reasonable 
effort has been made to serve him, or if living without the 
sanitary district, that a registered letter has been forwarded to his 
address. 

3. No site shall be thus taken which is within two hundred yards 
20 of a dwelling house without the consent of the occupier of such 
house. 

4. The owner or occupier, or both, shall be entitled to such rent 
or compensation for damage as the Local Government Board may 
award, and such rent or damage shall be paid by the sanitary 
25 authority of the district. 

5. Not more than two statute acres shall be taken for any site. 
[Bill 282.] 
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Cholera Hospitals {Ireland.) [46 & 47 Vict.] 

6. Any person interfering witli the officers of or persons deputed 
by the sanitary authority when carrying out the provisions of this 
Act, shall be liable to six months imprisonment. 

7. This Act shall expire on the first day of May one thousand 

eight hundred and eighty-four. 6 

8. This Act shall extend to Ireland only. 
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